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ACTION OPR-02 

INFO OCT-OI EA-09 FSI-OI ISO-00 /0I3W 
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P I2I000Z SEP 75 
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UNCLAS TOKYO 12889 

E.O. 11652: N/A 
TAGS: ALOW, JA 

SUBJECT: REQUEST SPECIAL LQA GRANT, FSI STUDENT, YOKOHAMA (STATE 
EMPLOYEE) 

1. REQUEST QUARTERS ALLOWANCE AUTHORIZATION EOR FSI/Y LANGUAGE 
STUDENT, EREDERICK SHOUP, FSO-5, EOR APARTMENT AT 272-1, YAMATE-CHO 
NAKA-KU, YOKOHAMA, WITH TWO SMALL BEDROOMS AND STUDY WHICH INCLUDES 
MAJOR APPLIANCES (STOVE, HOT WATER HEATER AND HEATING/COOKING 
SYSTEM) EXCEPT REFRIGERATOR AND IS ON BUS LINE TO ESI. 

USE OF EMBASSY FURNISHINGS 

REDUCES COST TO USG. DIRECTOR LEVY STATES APARTMENT IS OF 
APPROPRIATE SIZE AND VERY GOOD CONDITION, QUITE REASONABLE WITHIN 
CURRENT RENTAL MARKET, AND NOT OSTENTATIOUS. EXPENDITURES 
ITEMZED AS EOLLOWS: 

(1) RENTAL (12 MONTHS) Yl,680,000 $5,637.58 

(2) ELECTRICITY 60,000 201.34 

(3) HEATING EUEL 50,000 167.79 

(4) COOKING GAS 35,000 117.45 

(5) WATER 10,000 33.56 

TOTAL PER ANNUAM Yl,835,000 $6,157.72 

2. WILL FORWARD SF-1 190 IMMEDIATELY. 

3. REQUEST TELEGRAPHIC AUTHORIZATION TO INSURE THIS GOOD APART- 
MENT NOT LOST AND TO ENABLE SHOUP MOVE OUT OF TEMPORARY HOTEL 
QUARTERS WHICH REPRESENT ADDITIONAL EXPENSE TO USG. LANDLORD 
WILL HOLD APARTMENT EOR SHOUP UNTIL SEPTEMBER 18 SO WOULD 
APPRECIATE REPLY NO LATER THAN THIS DATE. 
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